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Chief, Supply Division, JL 


MUBIECT : Kelocation a6 “ 
Facility 
HEFERENCE : Heno dtd 23 Sep 71 to D/L fm b/CO, same 


subject 


4 


iL. A copy of the reference was received from ir. itd 


ie °: your division for our comments. 


2 Building s scheduled for demolition whenever the 


funds for construction of eae approved. Although the 
BEN @roject has been continuously postponed since 1966, 


approval will negate the use of nd will require 
relocation of its functions at 


3. In discussing this matter with the 
it appears that this facility would probably be relocated to 


3uilding project is approved. 


4, I this activity is to be waneutly located at 
it should be incorporated into the HM 22 2t0: plan to insure 
that space is available when their extensive replacement program 
is accomplished. 


Chief 
Heal Estate and Construction Division, OL 


Distribution: 
Original - Addressee 
A - OL/RECD Official 
1 - OL/RECD/FEngB Chrono 


dr /3023 


(29 September 


our | 

Mes trom autexar:- 
awnarscing and 

dectassiteazian 
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